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The Catholic Church is dead. 

Catholic #Sedevacantism #Bergoglio #Vaticanll #Modernism 
Links 

Start Here: https://novusordowatch.org/start-here/ 

Archive: http://archive.ph/Opewd 

Watch the podcast 

Stream video: stream video 

Stream audio: stream audio 

Download video (mp4): direct download link 

Download audio (mp3): direct download link 


Bitchute link: watch video 


1/2 


2/2 


